ST. MARY’S CHAPEL 


St. Mary's Chapel has the distinction of being the first stone 
church in Kansas, the original building constructed by the 
Episcopalians in the mid-1850s. The chapel was extensively 
renovated in 1938 and rededicated as a Catholic chapel 
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